LIST ITEM 
NUMBER 


129 


197 


232 


254 


309 


58003 


45186 


11603 


Approved For Release : CIA-RDP81B00878R000200070013-4 


NOMENCLATURE CORRECTIONS 
EQUIPMENT LIST AA, FAK 


AND EQUIPMENT LIST BB, DEPOT SPARES 


FOR SYSTEM 4 
NOMENCLATURE CHANGE 
Diode, Transitron No. SV-15, 15V, Corrected MP number from 
Zener 55090 
Resistor, Thermistor, 1K, Corrected manufacturer's 
Carborundum No. 479H-4 part number from 479H-2 
Transformer, Pulse, Mag Electric Corrected manufacturer's 
Co. TV 1125A : part number from TB 1125A 
Tube, Reflex, Klystron, RK 5721 Corrected nomenclature from, 
Tube, Vacuum, 5721 
Clutch Assembly, Camera, Flight Corrected manufacturer's 
Research No. 202-797 part number from 202-596 
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